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Test laboratory 
8-story building 
$5x230 feet, also 
designated "Old 
Plant" 

Test laboratory, 
5esgtory building, 
135x230. feet, 
framework completed 
in mid=1948 

Garages and motor 
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formed by about 30<inch 
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